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Product: HP 2010 i/ 2010 f/ 201 0m LCD Monitor 


Fold 1:FLAT 

Fold 2: N/A 

Document: QSP-FRONT 1 Part number: 594279-002 




Color FRONT: CMYK 

Flat size: 18.25 x 10.75 

Color BACK: Black 

Finished size: 18.25 xlO.75 





JUMP2 GROUP 

6620 Cypresswood Drive 
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Spring, TX 77379 
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18.25 x 10.75 
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HP 2010 i/ 2010 f/ 2010 m LCD Monitors 
Optimum Resolution 1600 x 900 @ 60 Hz 
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